STANLEY ELECTRIC TOOLS = %s, 


Division of The Stanley Works 6) 
NEW BRITAIN, CONN. 


Prices effective November 1, 1949 applying to catalog No. 609. 


MOTORS Attachments and Accessories (Cont.) 
No. Item Price No. Item Price 
11B 3 HP. (with chuck) $29.85 GA-1 Chuck $ 1.35 
29 ¥ H.P. (with chuck) 33.85 GA-2 Arbor (with Collars) 2.85 
29 YH.P. (less chuck for GA-12 Templet Guide 3.10 
plane only) 32.50 GA-18  Templet Guide 2.10 
GA-19 Templet Guide 2.75 
GA-21 Grinding Stand 12.50 
COMPLETE TOOLS GA-23 Plane Attachment 18.50 
10B Router-Shaper 37.40 GA-25 Motor Post Holder 5.75 
28 Router-Shaper 41.40 GA-30 Arbor 2.00 
35 Plane 57.50 GA-61  Templet Guide 2.85 
62 Shaper Plate Complete GA-62  8ub-Base 2.50 
with ¥% H.P. Motor, etc. 64.95 GA-69 Arbor (with Collars) 
62 Shaper Plate Complete (for 11A Motor with 
with 4 H.P. Motor, etc. 68.95 Plane Attachment) 2.85 
585C Tool Room Grinder 60.00 
GA-21 Grinding Stand Complete 
with Motor and Arbor 49.20 
i oe ome BIT AND CUTTER DISPLAY 
514 Drill Stand, fits CASE 
No. 14 Drill 11.90 


ATTACHMENTS AND 


ACCESSORIES 
13B Base 6.95 
15 Overarm 24.50 
42 St. and Cir. Guide 1.65 
43 Guide and Guard 11.90 
44 Circular Guide 2.85 
45 Arbor 2.85 
48 Templet Tip 55 
49 Templet Tip 45 
50 Templet Ring 35 
60A Dovetail Attachment 18.50 
61 Dovetail Attachment 18.50 
62 Shaper Plate 17.50 
64 Beading and Fluting Att. 8.00 
68 Templet Tip -65 
116 Dovetail Attachment 23.00 
514 Drill Stand 11.90 
4153-S Cutter (Plane) 4.50 FRESNO 1 SACRAMENTO 14 


1150 H ST. 2031 JAY ST. 


SAN FRANCISCO 3 OAKLAND 
1072 HOWAKD ST. 950 BL is: 


STANLEY ELECTRIC TOOLS 


Division of The Stanley Works 


NEW BRITAIN, CONN. 
Prices effective November 1, 1949 applying to catalog No. 609. 


ROUTER BITS 


No. Each No. Each No. Each 
204 $ .95 602 $2.25 D202 $ .80 
205 95 604 2.50 D203 1.00 
206 95 608 4.00 D204 1.05 
207 95 612 4.60 D206 1.10 
208 1.10 706 4.00 D302 1.15 
210 1.45 708 a6 D303 1.25 
212 1.50 ; D304 1.30 
216 1.90 712 4.65 © 
916 4.10 1202 1.10 
304 1.10 1208 2.75 
306 1.10 112 2.35 
1104 1.15 
307 1.15 128 4.10 1106 1.15 
408 1.25 5705 4.20 1108 1.25 
410 1.40 5708 5.25 1110 1.40 
412 1.60 7506 4.50 1112 1.80 
414 1.70 7509 5.25 1012 2.40 
416 2.00 1018 3.30 
RS204 2.25 Rennie 
506 3.20 RS206 2.25 D,D1,D7,D8 $ .50 
508 3.40 RS208 2.25 See 
510 3.65 LS204 2.25 Oca a2 
512 3.70 LS206 2.25 Bl -70 
516 3.80 LS208 2.25 Ss 60 
SHAPER CUTTERS 
No. Each No. Each No. Each 
4104 $1.70 4220 $3.20 ‘ 4510 $3.85 
4106 1.80 4222 5.30 4512 4.00 
4108 2.25 4224 5.50 4514 4.10 
4112 2.50 
4116 2.65 4304 1.60 ene ee 
4120 2.80 4306 1.80 4614 4.60 
4124 3.40 4308 2.25 ; 
4310 3.70 4708 3.65 
Bene ae 4312 3.80 4712 4.20 
4208 2.25 oe! 4.00 X4304 3.50 
4210 2.35 Ba 4.75 X4308 4.10 
4212 2.50 4 5.00 4800L 2.65 
4214 2.60 4404 2.60 4800R 2.65 
4216 2.75 4406 3.10 4034 8.50 
4218 3.00 4408 3.25 4153S Cutter 4.50 


Prices are subject to change without notice. 
Invoices are rendered at prices in effect when shipment is made. 


Repair parts not shown in price sheet are advanced 15%. rnijreo in. s. 0. 
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